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THE WHITE HOUSE 


WASHINGTON 


PRESIDENT'S FOREIGN INTELLIGENCE ADVISORY BOARD 


27 December 1973 


Dear Mr. Colby: 


Admiral Anderson asked me to forward this to 
you for information and analysis by your people 
as you see fit. 


Very respectfully, 


vlt IT. Fifzafe.ra.ld 


Commander/ USN 


Mr. William E. Colby 
Director of Central Intelligence 
Washington, D. C. 20505 


Enel. 
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